J. E. 0WENS'S "WANDERING BOYS."    "A HOLE IN THE   WALL" INCIDENT
HE late John E. Owens, while acting in Cincinnati, had a severe cold. He was feverish, and fearing for his throat, which was apt to give him trouble, he had his physician, an old friend, come to see him back of the scenes. The doctor brought with him an acquaintance, and Mr. Owens asked them to wait till the next act was over to see how his throat was going to behave.
It's always a dangerous thing to turn out-109-trimmed pin-cushion, I opened the box and found the biggest mince pie I ever saw.
